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4050 North Ravenswood Avenue, Chicago, |L 60613 
Phone: 312/327-7270 


FACTORY-AUTHORIZED PARTS & SERVICE CENTERS 
492-036-0-285 
NOTE 





This list is subject to change without notice. Please 


contact the Service Center BEFORE forwarding 
equipment for repair. 


The following Authorized Service Centers will handle any parts and/or service 
problems, either in or out of warranty. Each facility has been selected for the 
quality and promptness of its service. We urge you to take advantage of these 
excellent service facilities, which have been established to serve your needs. 


Effective Date: FEBRUARY 1, 1985 


U.S. AUTHORIZED FLORIDA 


SERVICE CENTERS Brownell Electro, Inc. 
307 27th Street 


Orlando, FL 32806 


305/843-6770 
ALABAMA 
Brownell Electro, Inc. GEORGIA 
matey Aub Brownell Electro, Inc. 
> ye 1479 353} 3020 Commerce Way 
Atlanta, GA 30354 
404/762-5181 
CALIFORNIA 
Electronic Service Company ILLINOIS 
8128 Orion Avenue : 
Dynascan Corporation 
Van Nuys, CA 91406 4050 N. Ravenswood Ave. 
818/780-3071, 781-0404 Chicago, |L 60613 


Haendiges Electronics 312/327-7270 


13313 Philadelphia St. 
Whittier, CA 90601 


213/698-9465 MARYLAND 

Trans-Bay Electronics, Inc. Pioneer Instrumentation 

3040 Cutting Bivd. 9100 Gaither Road 

Richmond, CA 94804 Gaithersburg, MD 20760 

415/233-7452 301/921-0660 
COLORADO MASSACHUSETTS 

Clyde N. Still Electronics Tekserv, Inc. 

1030 W. Colorado Avenue 10 Kidder Road 

Colorado Springs, CO 80904 Chelmsford, MA 01824 

303/630-1030 617/256-3439 


Printed in U.S.A. 


MICHIGAN 


Ram Meter, Inc. 
1100 Hilton Road 
Ferndale, MI 48220 
313/398-6767 


MISSOURI 


Scherrer Instruments 
7170 Manchester Ave. 
St. Louis, MO 63143 
314/644-5362 


NEW JERSEY 


Ampower Electronic Inst. Co. 
26 Just Road : 
Fairfield, NJ 07006 
201/227-7720 


NEW YORK 


E.!.C. Electronics, Inc. 
85 Avenue E 
Rochester, NY 14621 
716/544-4392 


Instrument Mart 

295 Community Dr. 
Great Neck, NY 11021 
516/487-7430 


NORTH CAROLINA 


Brownell Electro, Inc. 
3201 Woodpark Blvd. 
Charlotte, NC 28206 
704/597-1270 


OHIO 


Pioneer Standard Elect., Inc. 
Pioneer Cleveland Division 
4800 East 131st St. 
Cleveland, OH 44105 
216/587-3600 


Pioneer Dayton Instrument Lab 
4433 Interpoint Blvd. 
Dayton, OH 45424 

~ 513/236-9900 


OKLAHOMA 


Central Instrument Laboratory 
4673 S. 83rd East Ave. 

Tulsa, OK 74145 
918/622-1140 


PENNSYLVANIA 


Sunshine Scientific 
1810 Grant Ave. 
Philadelphia, PA 19115 
215/673-5600 


TENNESSEE 


Brownell Electro, Inc. 
3821 Getwell Rd. 
Memphis, TN 38118 
901/795-8487 


TEXAS 


Central Instrument Laboratory 
1738 N. Greenville 
Richardson, TX 75081 
214/234-2862 


Meters & Instruments Corp. 
6428 Gulf Freeway 
Houston, TX 77023 
713/644-1631 


UTAH 


Salt Lake Instruments Service 
129 West 17th South 

Salt Lake City, UT 84115 
801/487-2541 


WASHINGTON 


Eicher-Richards Company 
2727 N. E. Blakeley St. 
Seattle, WA 98105 
206/523-7888 


